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[Abstract:] Letter of advice of Silver purchased on 8th inst. from Amer. Ex. Nat. Bank at 0.8410 
should read 26,000 ozs. 

U.S. Mint Service 
Form No. 94 B. 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C., 

February 10, 1893 

O.C. Bosbyshell, Esq., 

Supt. U.S. Mint, 

Philadelphia, Pa. 

Sir: 

The following Telegram sent you to-day is hereby made official, viz: 

Letter of advice of silver purchased on eighth instant from American Exchange National 
Bank at eighty-four, ten, should read twenty-six thousand ounces. 

Respectfully yours, 

R.E. Preston 

Acting Director of the Mint. 


(Ed. 8-12-’92-2,000.) T.B. 



